K 142 HD 

HIGH DEFINITION HEADPHONES 



HIGHLIGHTS 

ON-EAR, SEMI-OPEN DESIGN 

SELF-ADJUSTING HEADBAND 
COMFORTABLY CONFORMS TO 
YOUR HEAD 

GIMBAL-SUSPENDED HEAD¬ 
PHONES SETTLE AGAINST EARS 
WITHOUT PINCHING 

今 ULTRA-SOFT VELVET EAR PADS 

HIGH-EFFICIENCY DUTPUT 
WITH WIDE DYNAMIC RANGE, 
PERFECT FOR MOBILE 
ENVIRONMENTS 

SINGLE-SIDED, 99.99% DXYGEN- 
FREE CABLE FOR PURE SDUND 
TRANSMISSION 

今 HARD GOLD-PLATED CONTACTS 
AND PLUG WITH 3.5-6.3MM 
ADAPTER 


JOIN THE CROWD. 

Based on the legendary AKG K 141 Studio headphones favored by 
many of the world's best-selling musicians, and featuring many 
of the same advanced technologies, the new K 142 HD semi-open 
headphones deliver powerful, undistorted sound even at the high¬ 
est listening levels. Rugged enough for professional environments 
and comfortable enough for hours of continuous use, the K 142 HD 
features extra-large speakers with Varimotion diaphragms for higher 
sensitivity and a wider dynamic range. Chances are, AKG headphones 
are how your favorite artists first heard their most famous tracks. 
Now it's your turn. 


KEY SPECIFICATIONS 

System ： 

Design ： 

Color: 

Frequency range: 

Input impedance ： 

Net weight (without cable): 225g 
Max. input power ： 200 mW 


Dynamic 

Semi-open headphones 
Mocca/Sand 
18Hzto 24kHz 
55 Ohms 
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Features, specifications and appearance are subject to change without notice. 



